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SUBJECT: REQUEST BY KUWAIT MINSTATE FOR CABINET AFFAIRS 
FOR MEDICAL TREATMENT 

1. CHIEF POL SECTION OF FONMINISTRY AL-HAMAD CALLED ME 
JULY 17 TO ASK ON BEHALF OF MINISTER OF STATE FOR CABINET 
AFFAIRS, ABD AL-AZIZ HUSSEIN, IF IT WOULD BE POSSIBLE FOR 
HUSSEIN TO UNDERGO MEDICAL EXAMINATION AND POSSIBLE TREAT- 
MENT AT BETHESDA NAVAL HOSPITAL. AL-HAMAD SAID HUSSEIN 
HAS BEEN SUFFERING FROM PAIN IN RIGHT ARM WHICH HAS BEEN 
INCREASING STEADILY FOR MONTHS DESPITE CONSULTATIONS WITH 
VARIOUS LOCAL AND EASTERN EUROPEAN DOCTORS. 

2. ACCORDING AL-HAMAD, HUSSEIN WOULD APPRECIATE APPOINT 
MENT AT BETHESDA SEPTEMBER 25. HE LAST VISITED BETHESDA 
NAVAL HOSPITAL IN 1970. 

3. AL-HAMAD SAID HE HAS IN HIS POSSESSION PERTINENT MEDICAL RECORD 
HE PREPARED BIVE EMBASSY FOR FORWARDING TO BETHESDA NAVAL HOSP 
IF AND WHEN APPROVAL ON HUSSEIN RECEIVED. 

4. AS DEPT AWARE, HUSSEIN EXTREMELY WELL AND FAVORABLY KNOWN 
TO ALL AMERICAN AMBASSADORS THAT HAVE BEEN IN KUWAIT. I HAVE 
PERSONALLY KNOWN HIM SINCE MID 1950S. HE IS CHIEF GOVT SPOKES- 
MAN AND KEY FIGURE IN KUWAIT. I STRONGLY RECOMMEND HIS REQUEST 
FOR EXAMINATION/TREATMENT AT BETHESDA MAVAL HOSPITAL SEPT 25 
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BE ACTED ON PROMPTLY AND FAVORABLY. 
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